Color Standard 
EIA7TIA T568B 


Ethernet Patch Cable 
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TX+ 

TX- 

RX+ 


RX- 



PR2 
PR3 
j] PR 1 
-PR 3 
] PR 4 


Color Standard 
EIAH4A T568B 


Ethernet Crossover Cable 


/ / 


X X 



RJ45 Pin# 

Orange,'White Tracer 

1 

Orange 

2 

Green/Whvte Tracer 

3 

Blue 

4 

Blue/Whvte Tracer 

5 

Green 

6 

Brown White Tracer 

7 

Brown 

8 


"B" is most recent 



Pin# RJ45 

1 

Green,'Wtiite Tracer 

2 

Green 

3 

Orange/Whvte Tracer 

4 

BrowniWhite Tracer 

5 

Brown 

6 

Orange 

7 

Blue 

8 

Blue White Tracer 


x x 


X X 
X X 


Common Ethernet Crossover Cables may only 
cross connect the Orange & Green pairs 


RJ45 Pin# 


1 


2 


3 


4 


5 


6 


7 


8 



Pin# RJ45 

1 


2 


3 


4 


5 


6 


7 


8 



B&B MODELS: 

C5UMB 3FOR-C ROSS 
C5IJMB7FOR-CROSS 


Pins #4 £ #5 and #7 £ #8 connect without 
crossing for PoE devices using these for 
Power Over Ethernet 


2006.06.28 
















































































































Crossover 

Cable 

Color 

Coding 



CROSSOVER 








































Crossover cable Color Code 


TIA 568 B 


TIA 56? 





















TIA 568 B 

12345678 


TIA 56? 


1 2.3 4 5.6 












Ethernet Cable Color Coding 



Uses of Stiaiglit-Tliru Cable 

1. To Connect PC to Switch, Switch 
to Router, and Router to PC. 

















































